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and passed, granted pratique ; no bills of health issued, and no alien 
steerage passengers landed at that port. 

CasUda. — Acting Asst. Surg. Alejandro Cantero reports 6 deaths in 
the city of Trinidad during the week. No contagious diseases. Six 
vessels inspected and passed, granted pratique ; 7 bills of health issued, 
and no alien steerage passengers landed at that port. 

Bespectfully, E. F. Nunez, 

Acting Assistant Surgeon, V. 8. M. H. 8. 
The Surgeon-General, 

U. 8. Marine- Hospital Service. 

Inspection of immigrants at Gienfuegos during the week ended October 12, 

1901. 

Cienfuegos, Cuba, October 14, 1901. 
Sir: I herewith submit report of alien. steerage passengers at this 
port during the week ended October 12, 1901 : October 10, steamship 
Floridian, from Liverpool, "West Indies, and South American ports, 
with 1 Colombian immigrant. 

Bespectfully, E. F. Nunez, 

Acting Assistant Surgeon, U. S. M. H.'S. 
The Surgeon-General, 

U. S. Marine-Hospital Service. 

Inspection of immigrants at Gienfuegos during the week ended October 19, 

1901. 

Cienfuegos, Cuba, October 22, 1901. 
Sir : I herewith submit report of alien steerage passengers at this 
port during the week ended October 19, 1901 : October 18, steamship 
Biojano, from Liverpool, Spain, and West Indies, with 16 Spanish 
immigrants. 

Bespectfully, E. F. Nunez, 

Acting Assistant Surgeon, U. S. M. H. S. 
The Surgeon-General, 

U. S. Marine- Hospital Service. 

Report from Havana — The case of yellow fever at Trinidad. 

Havana, Cuba, October 15, 1901. 

Sir : I have the honor to submit the following report of the transac- 
tions of the first quarantine district of the island of Cuba for the week 
ended October 12, 1901: 

There was 1 case of yellow fever reported, with no deaths. On Octo- 
ber 7 the steamship Havana arrived at this port from Vera Cruz and 
Progreso. The nonimmune passengers were transferred to the Triscor- 
nia Detention Camp, and when the evening temperatures were taken 
Constantino Prieto, one of the above passengers, was found to have a 
temperature of about 38° C. He was immediately removed to the 
mosquito-proof building, and on the afternoon of the following day 
sent to Las Animas Hospital, where the case was diagnosed as one of 
yellow fever. 

On the 7th the Spanish steamship Biojano arrived at this port from 
Spain, with a large number of immigrants on board, 96 of which were 
in transit for Cienfuegos, Santiago, and Guantanamo, and as the steamer 
remained in the harbor several days, the above immigrants were taken 
to the detention camp temporarily, being retransferred to the steamer 
prior to sailing. 
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